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SUBJECT: FIRE AT FLEET POST OFFICE, ATHENS 
REF: USNFSO 150839Z MAR 75 (NOTAL) 

1. SHORTLY AFTER 0230 MARCH 15 A FIRE WAS REPORTED IN 

THE LEASED BUILDING HOUSING FLEET POST OFFICE (FPO) ATHENS. 

FPO IS LOCATED THREE BLOCKS EAST OF MAIN COMMISSAR Y/AAFES 
COMPLEX ON SYNGROU AVENUE. BEFORE FIRE COULD BE EXTINGUISHED, 
APPROXIMATELY FIFTY PER CENT OF BUILDING WAS EXTENSIVELY 
DAMAGED AND ABOUT $5,000 DAMAGE DONE TO USN FURNISHINGS 
IN BUILDING. SOME PERSONAL MAIL, BUT NO OFFICIAL MAIL, 

WAS DESTROYED. 

2. CAUSE OF FIRE NOT YET DETERMINED. BUT INITIAL INVESTIGA- 
TION BY USNFSO ATHENS REVEALED THAT FIRE STARTED AT SAME 
TIME ON TWO DIFFERENT SIDES OF BUILDING. ALTHOUGH 
THERE IS STRONG SUPPOSITION OF ARSON, WE SHALL TAKE PUBLIC 
POSTURE IN RESPONSE TO POSSIBLE PRESS QUERIES THAT 
INCIDENT UNDER INVESTIGATION AND CAUSE OF FIRE NOT YET 
DETERMINED. 
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